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Salvator Mineral Springs 

The Salvator Mineral Springs bottling plant and spring was located between 601 and 615 S. Monroe Ave. in 
Green Bay. Around the turn of the century, drinking and bathing in mineral springs became a popular health 
craze. Early in the century, Green Bay’s wetlands produced numerous natural cold springs, many serving as 
spring houses to store refrigerated goods. Salvator was one of four mineral spring companies operating in the 
area when this photo was taken about 1900. Salvator Mineral Springs closed in 1911. 

» Order a reproduction of this and other photos from the Neville Public Museum of Brown County at 

http://photos.nevillepublicmuseum.org. 
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The east side of 
the 600 block of 
South Monroe 
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site of a Salvator 
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